li38ddsa: hi
z15long_5thick: Hi there 
li38ddsa: god dam
z15long_5thick: I'll take that as a compliment 
li38ddsa: yu have a cam
z15long_5thick: unfortunately, no 
li38ddsa: lol
z15long_5thick: And also unfortunately, I need to get to sleep... but perhaps we can chat later?
li38ddsa: yea
z15long_5thick: wonderful.  I hope to talk with you soon.  

z15long_5thick: You like, hm?  *smiles*
li38ddsa: 
z15long_5thick: *smiles brightly and hugs back*
z15long_5thick: You look beautiful 
li38ddsa: that looks b
z15long_5thick: it's absolutely huge hun 
z15long_5thick: I'm glad you're not scared of it 


li38ddsa: 
z15long_5thick: Good evening!  
li38ddsa: hi
z15long_5thick: How are things this evening?
li38ddsa: when u going to show me that big cock
z15long_5thick: Once I've got a good enough webcam, hun 
li38ddsa: yu said u take yohimbe
z15long_5thick: yup, have been for years now
li38ddsa: does it really help yur cock
z15long_5thick: oh hell yeah... I used to be 10 inches when I started
z15long_5thick: Now I'm sitting at 17.5 inches long, babe
li38ddsa: how much du u take daily
z15long_5thick: about 1000mg a day, sometimes up to 3000mg when I'm feeling particularily daring (and horny  )
li38ddsa: how does it help yu
li38ddsa: my bf is 7.7 and thick will he get bigger
z15long_5thick: I feel harder after about 1-2 hours after taking it, and keeping it hard all the time is making it larger and larger
z15long_5thick: I bet he'll get real big, hun, I bet at least 12 inches
li38ddsa: really u swear by it
z15long_5thick: Yep, I love it
li38ddsa: any otherr pics of it
z15long_5thick: Not on this computer, sorry
li38ddsa: yu ever fuck with that
z15long_5thick: I'll have to be home to send you more, at some point
z15long_5thick: I have, a few times... I've scared off more than enough too :\
z15long_5thick: Those who love its size don't want to ever leave
li38ddsa: love to try it
z15long_5thick: mmh, where do you live, hun?  
li38ddsa: how thick wud u say u r
z15long_5thick: hm... I'd guess I'm 6 inches thick, I can measure if you want
li38ddsa: how many inches around
z15long_5thick: 14 
li38ddsa: wow
z15long_5thick: It's heavy, pulsing and hot, too 
li38ddsa: how long will he have to take it before he starts seeing results
z15long_5thick: hmmm... well, he'll be hard within a couple of hours of taking it, but I'd say he might get an inch within 3-4 months... just keep a measuring tape nearby 
li38ddsa: lol
li38ddsa: im excited now
z15long_5thick: I can't wait to hear of the progress 
z15long_5thick: Just know that I'm always around if you want to feel GIGANTIC 
li38ddsa: should he take 300 to start with
li38ddsa: 3000
z15long_5thick: It'd be best to take 1000mg a day to start... be sure it's safe before doing what I take, considering 3000mg is considered an overdose
li38ddsa: ok
z15long_5thick: I gotta get going, hun, chat with you later?  
li38ddsa: thank u not kidding me this will work
z15long_5thick: it will, trust me
z15long_5thick: He'll love it, too 
li38ddsa: ok thanxxxxxxxxxxxxxxxxxxxxxx
